collar doors, which were closed behind them.  At about
the 2400-foot level, they passed Castillo and Mathieu
who were working on the top deck of the "chippy cage"
aligning the "slickline."  As they passed, the two
groups waived [sic] their lights and shouted to each
other,

Henry and Hales had their backs to each other as the
basket descended through about the 2900-foot level at
approximately 11:25 a.m.  At that point, Hales heard a
dull thump and turned to see Henry 'falling into the
corner of the basket.  Hales signalled to the hoistman
on the surface to stop their descent.  He then checked
Henry for life signs and found none.  He then signalled
to the hoistman to bring them to the surface.  When they
reached the surface, Henry was examined by one of the
toplanders who was a paramedic.  No vital signs were
detected.  Henry was taken by ambulance to a nearby
hospital in Grants, New Mexico, and pronounced dead on
arrival at 12:04 p.m.

IV. Accident Investigation and Order at Issue in this
Proceeding

The federal and state mine safety agencies were notified
of the accident immediately after the basket reached the
surface and Hales was able to inform surface_personnel
of what had happened.  Notification to MSHA was received
by the Albuquerque field office at 11:40 a.m.  At 11:45
a.m., Inspector Johnston issued Withdrawal Order No.
151293 under Section 103(k) of the Act (Exhibit "C") "to
prevent the destruction of any evidence that may be of
assistance in investigating the accident and to assure
safety of all persons in or near the accident area until
the investigation is complete, ..,."  The area to which
that Order applied was described as:

24 ft. diam. shaft, approximately on 2950 foot
level in #2 bucket position ...

This Order was not modified in any manner until 8:35
p.m. that evening.

Upon learning of the accident and the Section 103(k)
Order, Harrison's safety engineer, David Wolfe, directed
all concerned not to disturb any evidence related to the
accident and to remove the remaining men from the
24-foot shaft.  Accordingly, Castillo, Mathieu, Stovall
and Borody, came to the surface by means of the "chippy
cage.". 2 bucket was
